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3.125 ( c ) REPEAT NCI 

FACILITIES, GENERAL. 

Storage. Supplies of food and bedding shall be stored in facilities which adequately protect such supplies against 
deterioration, molding, or contamination by vermin. Refrigeration shall be provided for supplies of perishable food. 

Dog feed storage area noted with an open, spliied bag of bird feed. This area needs to be cleaned. 
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